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BPB-1301-59 
February 25, 1959 
Copy y of 7 
Westinghouse Electric Corporation 
Baltimore 3, Maryland REF: —— ee 
Deer Beb: 


Your invoice manber 1 under Comtract HF-G141 has been approved 
for paymett: in the ancunt of $45,700.00 OF $138.00 hada tae ne ae 
enount billed. This ie explained as feljows: 


Total coste under Contract HF-Gl41 through 11/30/58 $52,073.00 

Less eredit given on the invoice Listed shove for 
overcharge under Contract oF-81k0 = 5,281.00 
Bet aaount billed | $ 45,832.00 


Less credit for additional overcharge unéer 
EP-SINO as stated i your Letter babed 6 Pubruay 2959- - 123.00 


Less emount teken off for overcleim on trevel per cur 
telecon 2/96/59 baal 9.00 


snout Paid 23,700.00 
Bob, we have taken thie efditional credit of $195.00 at thie tine 


in order thet we night effest Cuplete transfer 00 shown 
on your final. invoice WD. 859076 water HY-AUNO and Close ows seid 


Distribution: Doug 
O& 1 = Addressee 
3 = Contract HF-8140 Arend 


Ts Contract HF-8141 (Finance 
25X1A (Contracts) Ue 
ssxine =e Gas te ce 
:en/25 February 1959 | EEE apa 
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